
PHILIP MORRIS 

U.S.A. 

RESEARCH CENTER: 615 MAURY STREET, RICHMOND. VIRGINIA 23224 TELEPHONE (804) 274-2000 


May 10, 2002 


Via Overnight Mail 

Mr, Jeffrey Milhone 
Covance Laboratories Inc. 

3301 Kinsman Boulevard 
Madison, WI 53704 

Re: Master Services Agreement between Covance Laboratories, Inc. and Philip 
Morris Inc. 

Dear Mr. Milhone: 

I enclose the revised discussion draft of the above mentioned Research 
Agreement for review. Please note that we propose the bracketed language in Article 2 
be part of the Agreement. 

If the Agreement is acceptable, please let me know and a final version will be 

issued. 


Sincerely, 

Loreen L. Carchman 

Manager, Worldwide Scientific Affairs 

Enclosure 

cc: H. Roethig 
J. Oey 
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Source: https://www.industrydocuments.ucsf.edu/docs/fzfj0001 



